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The data are given for the six brands received from TITL for the 
interlab sample comparison. The number of replicates per analysis is 12. 


Brand 



c x 

C 2 

Winston 

c 3 

Kool 

c 4 

c B 

c 6 


Carlton 

Ultra Lts 

LtS 

L&M 

Marlboro 

Newport 


85 

95 

85 

85 

85 

100 

Date of Mfg. 

7/89 

6/89 

7/89 

9/89 

8/89 

8/89 

Butt Length, mm 

33 

34 

35 

33 

28 

37 

FTC Tar, mg/cigt. 

1.5 

5.6 

7.6 

12.2 

15.8 

16.5 

<J 

0.2 

0.3 

0.5 

0.5 

0.5 

0.6 

TPM, mg/cigt. 

1.6 

6.4 

9.0 

15.9 

20.2 

20.4 

<T 

0.3 

0.4 

0.7 

0.8 

0.9 

0.9 

Nic, rng/cigt. 

0.13 

0.45 

0.65 

0.96 

1.14 

1.19 

cr 

0.01 

0.02 

0.04 

0.04 

0.04 

0.06 

Water, mg/cigt. 

N.D. 

0.39 

0.69 

2.68 

3.28 

2.67 

d 

- 

0.2 

0.2 

0.4 

0.5 

0.3 

Puf f s/Cigt. 

6.7 

6.7 

7.2 

6.7 

9.2 

8 . 9 

d 

0.2 

0.2 

0.3 

0.2 

0.1 

0.2 

CO, mg/cigt. 

1.7 

7.3 

7.3 

11.4 

15.1 

17.8 

<T 

0.4 

0.6 

0.5 

1.0 

0.5 

0.9 


BSM:rad 


PM3000880635 


Source: https://www.industrydocuments.ucsf.edu/docs/gjyk0001 



